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Separation Science and Thermo Fisher Scientific have 
coBaborated to provide a series of Technology Giudes' 
covering fundamentals, applications and online resources for 
users of chromatography and related technologies. 


The World’s First High-Pressure Reagent-Free Ion Chromatography System 
developed for flexibility, modularity, and ease of-use, the Dionex ICS- 
5000* HPIC system combines the highest chromatographic resolution with 
convenience. The Dionex ICS-5000* HPIC system brings a new level of 
resolution and speed to ion chromatography analysis with high operating 
pressures. 
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